BILL NO. S-70-12- ■?- 


SPECIAL ORDINANCE NO. J 9- 7/ 

AN ORDINANCE approving a contract with CUES , 

INC. for T.V. Camera and Accessories for 
sewer inspections. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved December 23, 1970, 

between the City of Fort Wayne, by and through its Board of Public 

Works, and CUES, INC., for: 

One T.V. Camera and Accessories for 
sewer inspections, 

for a total cost of $26,210.00, all as more specifically set 
forth on CITY UTILITIES PURCHASE ORDER NO. 5281, which is by 
reference incorporated herein and made a part hereof, is hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 








Councilman 


APPROVED AS TO FORM 







seconded by 


Read the first time in full and on motion by 

and duly adopted, read the second time by title and referred 


? 


to the (Committee on) 




( mid Lu - LllU City Pla n 


C iiiiuii i I n i l" r ill II n iiiiiirr Tn ' li i f i o n) — (- ana Public. Ileaii i i g '"tty'1yg~ ttgrd~ *gft^gF'"dtl^'"Teggn 'T^ , 

ai- fi^p f; I m Tlal t : yoTf-Wavne . India:na.,-.Qji.. 

the ■ -day- of-- ■- - ' 196 , ' at" ~ " ~ ^" "•o^etgclr^ 




Date : 


/%- 7 


Read the third time in full and on motion by 
seconded by ^ 


Passed (Js^T) by the foVlowing vote: 
AYES 5r , nays 0 , 


Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 


ABSTAINED 


City Clerk 



and duly adopted, placed on its passage. 

/ 


ABSENT 


to -wit: 


Steigerwald L_ 

Tipton l_ 


Date 








City Clerk 

Passed, and adopted by the Common Council of the City of Fort Wayne, Indiana, as . 
iihg~Jlag}jLganeraII-(Ann«xaU,»n) (Special) (Appigoficlation) Ordinance (Re^o-l-u-feMw) Y\o S' ^ ^ 7 / 

196 - 1 

ATTEST: 



;.City Clerk Prasidia^::;0f freer 

Presented; iy me to the Mayor of the City of Fort Wayne, Indiana, on the /3 



, 196 7/ at the hour of o o'clock .M. jE.S.T, 




Approved and signed by me this /S ' day of 


at the hour of 'I , '%-V o'clock f .M.,E.S.T 


, 196 7/ 



Mayor 


Bill No. S-70-12-22 


REPORT OF THE COMIITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with CUES, INC, for T. V. Camera and Accessories for sewer 

< inspections. 



have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 
JACK K. DUNIFON. Chairman 


c 




PASS. 


WILLIAM K. GEAKE. Vice-Chairman 


THOMAS G. ADAMS 


JOHN NUCKOLS 


HERBERT G. TIPTON 


CONCURRED IN 

-FUAD G. BONAHOOM, CITY CLERK 


DAT E /-/^-7| 


